Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 3/15/2012 5:23:41 PM 

To: Connolly, Grace (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Grace.Connolly] 

Subject: Price Quote 

Attachments: Agilent Technologies - Quote No 1187610.pdf 


Hi Grace, 

The price quote is attached. The price of replacement is $2659.00 minus return of old one $701.00. When order is 
placed we must let them know we are retuning old one so they will send appropriate packaging material. 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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